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patent may be sealed at such time as the law officer
may direct;

(5.) If the person making the application dies before the
expiration of the fifteen months aforesaid, the patent
may be granted to his legal representative and sealed
at any time within twelve months after the death of
the applicant.

Date of patent.

16.  Every patent shall take effect and be expressed to take
effect  as of the  day of the  application:    Provided that no
proceedings shall  be taken in   respect  of   an   infringement
committed before the publication of the complete specification :
Provided also, that in case of more than one application for a
patent for the same invention, the sealing of a patent on one of
those applications shall not prevent the sealing of a patent on
an earlier application.

Provisional protection.

17.  Where  an  application  for  a  patent in  respect  of  an
invention has been accepted, the invention  may during tho
period between the date of the application and the date of
sealing such patent be used and published without prejudice to
the patent to be granted for the same; and such protection from
the consequences of use and publication is in this Act referred
to as provisional protection.

Protection ly complete specification.    Effect of acceptance of complete

specification.

18.  After the acceptance of a complete specification and until
the date of sealing a patent in respect thereof, or tho expiration
of the time for wealing, the applicant shall have the like privileges
and rights as if a patent for the invention had been scaled on
the date of  the   acceptance   of  the   complete specification:
Provided that an applicant shall not bo entitled to institute any
proceeding for infringement unless and until a patent for tho
invention has been granted to him.

Extent of patent.

19.  Every patent when sealed shall have cffoct throughout
thu Colony and its dependoneies.